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Simultaneous determination of dihydrocodeine and its 
metabolites in dog plasma by high-performance liquid 
chromatography with electrochemical and ultraviolet 
detection 654(1994)213 


Dihydromorphine 

Simultaneous determination of dihydrocodeine and its 
metabolites in dog plasma by high-performance liquid 
chromatography with electrochemical and ultraviolet 
detection 654(1994)213 


Dihydronorcodeine 

Simultaneous determination of dihydrocodeine and its 
metabolites in dog plasma by high-performance liquid 
chromatography with electrochemical and ultraviolet 
detection 654(1994)213 


Drugs, medium-polarity 

Application of column-switching techniques to the 
determination of medium polarity drugs: determination of 
acetazolamide in urine 654(1994)85 


Estrone-3-glucuronide 

Determination of urinary glucuronide conjugates by high- 
performance liquid chromatography with pre-column 
fluorescence derivatization 654(1994)171 


Etiocholanorone-3-glucuronide 

Determination of urinary glucuronide conjugates by high- 
performance liquid chromatography with pre-column 
fluorescence derivatization 654(1994)171 


Fenfluramine 

New chiral high-performance liquid chromatographic 
methodology used for the pharmacokinetic evaluation of 
dexfenfluramine 654(1994)231 


Fenoverine 
Determination of fenoverine in tissue samples by high- 
performance liquid chromatography 654(1994)159 


Flurbiprofen 

High-performance liquid chromatographic assay for 
antiinflammatory agents diclofenac and flurbiprofen in 
ocular fluids 654(1994)140 


Formaldehyde 
Volatile carbonyl levels in tissues of transgenic mice with 
nerve sheath tumors 654(1994)9 


Guanine 

Determination of guanine and its nucleosides and 
nucleotides in human erythrocytes by high-performance 
liquid chromatography with postcolumn fluorescence 
derivatization using phenylglyoxal reagent 654(1994)19 


Guanine nucleosides 

Determination of guanine and its nucleosides and 
nucleotides in human erythrocytes by high-performance 
liquid chromatography with postcolumn fluorescence 
derivatization using phenylglyoxal reagent 654(1994)19 


Guanine nucleotides 

Determination of guanine and its nucleosides and 
nucleotides in human erythrocytes by high-performance 
liquid chromatography with postcolumn fluorescence 
derivatization using phenylglyoxal reagent 654(1994)19 


Size- and density-dependent elution of normal and 
pathological red blood cells by gravitational field-flow 
fractionation 654(1994)193 


Histamine 
Determination of urinary excretion of histamine and 1- 
methylhistamine by liquid chromatography 654(1994)270 


Hydroxyalprazolam 

Determination of alprazolam and its major metabolites in 
serum microsamples by high-performance liquid 
chromatography and its application to pharmacokinetics in 
rats 654(1994)77 


Hydroxytriazolam 

Determination of alprazolam and its major metabolites in 
serum microsamples by high-performance liquid 
chromatography and its application to pharmacokinetics in 
rats 654(1994)77 


Ibuprofen 

High-performance liquid chromatographic assay for 
ibuprofen in whole blood using solid-phase 
extraction 654(1994)282 


Ifosfamide 

Enantiomeric separation of R- and S-ifosfamide and their 
determination in serum from clinical 

subjects 654(1994)152 


Tophenoxic acid 
High-performance liquid chromatographic determination of 
iophenoxic acid in serum 654(1994)293 


Ketoprofen, ketoprofen glucuronides 

High-performance liquid chromatographic enantioselective 
assay for the measurement of ketoprofen glucuronidation 
by liver microsomes 654(1994)61 


L-2-Oxothiazolidine-4-carboxylic acid 

Determination of L-2-oxothiazolidine-4-carboxylic acid 
(Procysteine®) in human plasma by high-performance 
liquid chromatography 654(1994)257 
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Lactulose 
Gas chromatography applied to the lactulose—mannitol 
intestinal permeability test 654(1994)276 


Lipopolysaccharide-binding protein 

Improved method for preparation of lipopolysaccharide- 
binding protein from human serum by electrophoretic and 
chromatographic separation techniques 654(1994)25 


Lutein 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 


LY231514 

Column-switching high-performance liquid chromatographic 
method for the determination of a thymidylate synthase 
inhibitor, LY231514, an investigational agent for the 
treatment of solid tumors, in human plasma 654(1994)297 


Malonaldehyde 
Volatile carbonyl levels in tissues of transgenic mice with 
nerve sheath tumors 654(1994)9 


Mannitol 
Gas chromatography applied to the lactulose—mannitol 
intestinal permeability test 654(1994)276 


Methocarbamol 

Development and validation of a high-performance liquid 
chromatographic method for the determination of 
methocarbamol in human plasma 654(1994)287 


1-Methylhistamine 
Determination of urinary excretion of histamine and 1- 
methylhistamine by liquid chromatography 654(1994)270 


Midazolam 

Automated determination of midazolam in human plasma 
by high-performance liquid chromatography using column 
switching 654(1994)69 


Modafinil 

Simultaneous determination of modafinil and its acid 
metabolite by high-performance liquid chromatography in 
human plasma 654(1994)91 


Modafinil, acid metabolite 

Simultaneous determination of modafinil and its acid 
metabolite by high-performance liquid chromatography in 
human plasma 654(1994)91 


Monoamines 
Rapid measurement of the monoamine content in small 
volumes of rat plasma 654(1994)177 


Mycophenolate mofetil 

Determination of a new i suppressant, 
mycophenolate mofetil, and its active metabolite, 
mycophenolic acid, in rat and human body fluids by high- 
performance liquid chromatography 654(1994)249 


Mycophenolic acid 

Determination of a new immunosuppressant, 
mycophenolate mofetil, and its active metabolite, 
mycophenolic acid, in rat and human body fluids by high- 
performance liquid chromatography 654(1994)249 


N-Methylinorsalsolinol 
Endogenous synthesis of N-methylnorsalsolinol in rat brain 
during in vivo microdialysis with epinine 654(1994)263 


Nifedipine 

Sensitive high-performance liquid chromatographic assay 
for nifedipine in human plasma utilizing ultraviolet 
detection 654(1994)146 


NK611 

High-performance liquid chromatographic assay for the 
determination of the novel podophyllotoxin derivative 
dimethylaminoetoposide (NK611) in human 

plasma 654(1994)97 


Norfenfluramine 

New chiral high-performance liquid chromatographic 
methodology used for the pharmacokinetic evaluation of 
dexfenfluramine 654(1994)231 


Norverapamil 
Stereoselective determination of verapamil and 
norverapamil by capillary electrophoresis 654(1994)121 


Podophyllotoxin derivative 

High-performance liquid chromatographic assay for the 
determination of the novel podophyllotoxin derivative 
dimethylaminoetoposide (NK611) in human 

plasma 654(1994)97 


Probucol 
Measurement of plasma probucol levels by high- 
performance liquid chromatography 654(1994)55 


Procysteine 

Determination of L-2-oxothiazolidine-4-carboxylic acid 
(Procysteine® ) in human plasma by high-performance 
liquid chromatography 654(1994)257 


Proteins 

Improved method for preparation of lipopolysaccharide- 
binding protein from human serum by electrophoretic and 
chromatographic separation techniques 654(1994)25 
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Rapamycin 

Sample clean-up and high-performance liquid 
chromatographic techniques for measurement of whole 
blood rapamycin concentrations 654(1994)111 


Retinol 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 


Ropivacaine 

Determination of amide-type local anaesthetics by direct 
injection of plasma in a column-switching high-performance 
liquid chromatographic system using a pre-column with a 
semipermeable surface 654(1994)221 


Salbutamol 

Optimization of a column liquid chromatographic 
procedure for the determination of plasma salbutamol 
concentration 654(1994)205 


Serotonin 
Rapid measurement of the monoamine content in small 
volumes of rat plasma 654(1994)177 


Steroids 

Determination of urinary glucuronide conjugates by high- 
performance liquid chromatography with pre-column 
fluorescence derivatization 654(1994)171 


Steroids, anabolic 
Metabolites of 4-chlorotestosterone acetate in cattle urine 
as diagnostic markers for its illegal use 654(1994)43 


Testosterone-3-glucuronide 

Determination of urinary glucuronide conjugates by high- 
performance liquid chromatography with pre-column 
fluorescence derivatization 654(1994)171 


Thymidylate synthase inhibitor 

Column-switching high-performance liquid chromatographic 
method for the determination of a thymidylate synthase 
inhibitor, LY231514, an investigational agent for the 
treatment of solid tumors, in human plasma 654(1994)297 


a-Tocopherol 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 


Triazolam 

Determination of alprazolam and its major metabolites in 
serum microsamples by high-performance liquid 
chromatography and its application to pharmacokinetics in 
rats 654(1994)77 


Verapamil 
Stereoselective determination of verapamil and 
norverapamil by capillary electrophoresis 654(1994)121 


Vitamin C 
Measurement of ascorbic acid in human plasma and urine 
by high-performance liquid chromatography 654(1994)134 


Vitamins 

Simple determination of retinol, a-tocopherol and 
carotenoids (lutein, all-trans-lycopene, a- and B-carotenes) 
in human plasma by isocratic liquid 

chromatography 654(1994)129 
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